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Kennedy laboratory service is making a hit with the 
Dentists of Chicagoland . . . for their batting average 
in delivering full and partial dentures that fit without 
finicky adjustments is well nigh perfect. By employ- 


_ ing the Kennedy procedure for chair time conserva- 


tion they cast and process cases that require a mini- 
mum of trimming and grinding—usually none at all. 

This procedure removes many uncertainties from 
denture work and it relieves the Dentist of much 
unnecessary time spent at the chair. It has psycho- 
logical advantages and a profit side too that is worthy 
of investigation. 

Can you obtain this service? Without additional 
expense? And without having to learn any new pre- 
paratory technic or purchase any equipment? The 
answer is, “Yes.” Just call Kennedy. 


joseph E. Kennedy Co. penta 


7900 So. Ashland Ave. 
Chicago 20 
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undecided EQUIPMENT 


The Equipment Department of The L. D. Caulk 
Company is prepared to discuss the many types 
of equipment made by all the prominent manu- 
facturers. If you have a special need or desire, 
they can help you. Have you recently inquired 
about your interests? 


THE L. D. CAULK COMPANY 


South Side Branch Marshall Field Annex 
936 West 63rd St. 25 E. Washington St. 
WaAlbrook 5-611! CEntral 6-8090 


We suggest the use of ADA Dental Health Education Material 
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X-ray Course 
for Dental Assistants 


Includes all basic principles of dental radiography—position, 
angulation, exposure, processing and mounting. 


Practical instruction and demonstration, actual work in the 
mouth, under the competent guidance of the instructor who has 
had 35 years of x-ray experience. 


Instructions cover a period of five Wednesdays starting 
Wednesday, June 3rd. 


216 WEST JACKSON BiVD * CHICAGO 6 til 
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GOLD FIXED BRIDGES 


setae We successfully complete GOLD FIXED 


SCHNEIDER 


A phone call will bring our 


“ BRIDGES including inlays or crowns as abut- 

ing © 1 —. at one time, from your hard stone 
peautite el, 

ackets: This new, practical technic of furnishing 

prides your patients with a FIXED BRIDGE in two 


ond inleys appointments has become very popular. 
Please use our other specialties . . . 


PORCELAIN or ACRYLIC 
Veneered Gold Crowns—Thimble Bridges 
Jackets—Pontic Bridges—Inlays 


FIXED BRIDGES GOLD CROWNS 


prompt pick-up service to any SOLDERED BRIDGES GOLD INLAYS 
part of the Chicago area. | CAST GOLD BRIDGES STAINING 


M. W. SCHNEIDER DENTAL LABORATORY 


27 EAST MONROE CEntral 6-1680 CHICAGO 3, ILLINOIS 
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Educational TV and Dentistry 


A Method for Repositioning Abutment Teeth 
By Percy W. Herrick, D.D.S., Iowa City, lowa 
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Abstracts 
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of material will insure more consideration for publication. 
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THE CALENDAR 


May 19: CHICAGO DENTAL SOCIETY: Regular meeting and installa- 
tion of officers in the North Ballroom of the Conrad Hilton 
Hotel, 8:00 p.m. Our speaker, Dr. Arthur O. Klaffenbach of 
Iowa City, Iowa, will discuss “Preventive and Restorative Pro- 
cedures Pertaining to Replacing Lost Posterior Teeth.” A num- 
ber of interesting table clinics will also be presented. Please turn 
to page 10 for complete information. 


May 20: ALPHA OMEGA FRATERNITY: Annual golf outing, dinner 
- and installation of officers at Mohawk Country Club. 


May 27: WEST SIDE BRANCH: Golf outing and dinner at Glendale 


Country Club, Bloomingdale, Illinois. 


June 3: NORTH SUBURBAN BRANCH: Golf outing and dinner at 


Barrington Hills Country Club. 


June 3: DENTAL ARTS CLUB: First annual golf outing and dinner at 
the Mohawk Country Club. 


June 4: SOUTH SUBURBAN BRANCH: Golf outing and dinner at 


Chicago Heights Country Club. 


June 10: 


ENGLEWOOD BRANCH: Golf outing and dinner at Navajo 
Hills Country Club. 


June 10: 


WEST SUBURBAN BRANCH: Golf outing and dinner at 
Itasca Country Club. 


June 17: CHICAGO DENTAL SOCIETY: Golf outing and dinner at 


Woodridge Country Club, Lisle, Illinois. 


June 24: NORTH SIDE BRANCH: Golf outing and dinner at Sports- — 


man Golf Course. 


June 24: NORTHWEST SIDE BRANCH: Old-fashioned picnic at 


Cedar Lake Park in Lake Villa, Illinois. 


July 1: KENWOOD-HYDE PARK BRANCH: Golf outing and dinner 


at Southmoor Country Club. 
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Newly-Elected Officers to Be Installed 
At May Monthly Meeting 


n Tuesday evening, May 19, the 
recently-elected officers of the 
Chicago Dental Society will be 

officially installed in office by Society 
President James H. Keith. This cere- 
mony is the last 
official act of 
President Keith 
before the Society, 
although his ac- 
tual tenure main- 
tains until June 
first. 

Dr. Elmer Ebert 
will enjoy the as- 
sistance and coun- 
sel of an experi- 
enced group of 
officers through- 
out his term as 
president. Dr. Ed- 
ward W. Luebke 
will serve with Dr. 
Ebert as vice-pres- 
ident, his secre- 


represent the Englewood Branch and Dr. 
Walter T. Poyer will represent the North 
Suburban Branch. 

Retiring directors are Dr. Harry W. 
Chronquist and Dr. Milton Cruse. 


Dr. Elmer Ebert 
assumes the presi- 
dency of the Chi- 
cago Dental Soci- 
ety after many 
years devoted to 
the advancement 
of dentistry. Rich 
in the knowledge 
of dental matters, 
Dr. Ebert posses- 
ses all of the qual- 
ifications of a good 
president and we 
feel sure that his 
tenure of office 
will add much to 


tary will be Dr. the already glori- 
Gustav W. Sol- ous past of the 
fronk, and Dr. Dr. Elmer Ebert, President Society. 

Otto W. Silber- Having _ been 


horn will serve with him as treasurer. 
President-elect for the coming year is 
Dr. Samuel R. Kleiman. The latter will 
assume direction of the Society’s affairs 
on June 1, 1954. 

Two new directors will also take office 
on June first. Dr. Ernest Goldhorn will 


born and educated in Chicago, Elmer 
can be said to be a local product. He 
attended Bowen High School on the far 
south side and, after graduating from 
there, attended the University of Chi- 
cago for two years before entering the 
Chicago College of Dental Surgery, Loy- 
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ola University. Graduating in 1923, Dr. 
Ebert immediately entered the private 
practice of dentistry in the section known 
as the East Side of South Chicago. Be- 
coming a member of the Chicago Dental 
Society in 1925, he eventually served the 
Kenwood-Hyde Park Branch as treas- 
urer, secretary and president and as a 
member of the Chicago Dental Society’s 
Board of Directors for three years. He 
has served as a member and chairman of 
several committees with the parent so- 
ciety, and also as its treasurer, secretary 
and vice-president. 

For three years, he served as council- 
man for the Illinois State Dental Society, 
and has also’ been chairman of the Clin- 
ics Committee. Active as well in the 
American Dental Association, Elmer 
has been a delegate or alternate delegate 
to many of their national meetings and 
has served as chairman of the Informa- 
tion Committee as well as vice-chairman 
of the Table Clinics Section. 

Dr. Ebert is a fellow of the American 
College of Dentists. Very much interested 
in Y.M.C.A. work, he has taken an 


active part in the South Chicago branch 
by being on the Board of Directors for 
twenty-one years and has been its chair- 
man for three years. He still practices 
at his original location in South Chicago. 
Dr. Ebert is married, and is the father 
of one boy, Donn. 


VICE-PRESIDENT 


Dr. Edward W. Luebke, our new vice- 
president, was born and raised in Clin- 
tonville, Wisconsin. He graduated from 
the Chicago College of Dental Surgery, 
Loyola University in 1913 and is a re- 
serve officer of World War I. A member 
of the North Side Branch since 1920, 
he has served on many of its committees 
and as the Branch treasurer, secretary, 
vice-president and president. 

Dr. Luebke has also been active in 
Chicago Dental Society affairs, having 
served as chairman of the Registration 
Committee at the Midwinter Meeting, 
chairman of the Limited Attendance 
Clinics Committee, chairman of the 
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Dr. Edward W. Luebke, Vice-President 


Ethics Committee and chairman of the 
Membership Committee. 

Ed has served the past three years on 
the Executive Council of the Illinois 
State Dental Society and currently is 
a member of the American Dental Asso- 
ciation Council on Membership. He has 
also been a member of the A.D.A. House 
of Delegates for several years and will 
serve as a delegate to the A.D.A. meet- 
ing in Cleveland next September. 

Dr. Luebke is a member of the 
Fédération Dentaire Internationale and 
the Psi Omega Fraternity. 


SECRETARY 


Dr. Gustav W. Solfronk, newly-elected 
secretary, is well-versed in the activities 
and problems of the Chicago Dental 
Society. Gus, as he is known to his 
friends, is to fill the shoes of Sam Klei- 
man who has moved up to president- 
elect. Tough as the job may be, we feel 
that Gus is just the man for it. 

Graduating from the Chicago College 
of Dental Surgery, Loyola University in 
1924, Dr. Solfronk began to practice 
dentistry on the Southwest Side of Chi- 
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and since 1932 has practiced on 
West 63rd Street. He has served as treas- 
urer of the Chicago Dental Society, and 
is the immediate past vice-president. He 
was also program chairman of the 1951 
Midwinter Meeting and has been vice- 
president and treasurer of the Engle- 
wood Branch as well as chairman of the 
Membership Committee of the Chicago 
Dental Society. He was a delegate to the 
American Dental Association meetings 
in Chicago in 1948 and Atlantic City 
in 1950, and was an alternate delegate 
in 1951 when the meeting was held in 
Washington. 

Very active in civic affairs, Dr. Sol- 
fronk has served for many years on the 
Board of Directors of the Southtown 
Y.M.C.A. and of the West Communi- 
ties Y.M.C.A. as chairman. 

Gus says that his hobbies are bridge, 
fishing and vacations in Florida visiting 
his granddaughter. 


TREASURER 


New to the so-called “inner sanctum” 
of the Chicago Dental Society, Dr. Otto 
Silberhorn needs no introduction to den- 
tistry as a whole. Graduating from the 


Dr. Gustav W. Solfronk, Secretary 


Dr. Otto W. Silberhorn, Treasurer 


Dental School of Northwestern Univer- 
sity in 1919, he immediately began his 
teaching career by devoting part-time 
to it, and part-time to the private prac- 
tice of dentistry. Five years ago he began 
to devote full time to teaching and since 
then has been professor of Prosthetic 
Dentistry at the Northwestern University 
Dental School and has also found time 
to be secretary and treasurer to its 
Alumni Association. 

Otto has served the Chicago Dental 
Society many times as chairman and 
vice-chairman of committees during 
Midwinter Meetings and has even been 
a general chairman. He has also been pro- 
gram chairman and Monthly Meeting 
program chairman for the Society. From 
1949 to 1951 he served as chairman of 
the Research Committee for the Illinois 
State Dental Society and has recently 
been selected as program chairman for 
1953 to 1954. He was an alternate dele- 
gate for three years and is now a full 
delegate to the House of Delegates of 
the American Dental Association. 

Dr. Silberhorn is a fellow of the 
American College of Dentists; president 
of the Alpha Chapter of Omicron Kappa 
Upsilon; a member of Xi Psi Phi; vice- 
chairman of the Partial Denture Section 
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of the American Association of Dental 
Schools; on the faculty of the Chicago 
Dental Society Study Club courses as 
well as of a study club course for the 
West Side Branch. 

An essayist and clinician of renown, 
Dr. Silberhorn has appeared before 
many G. V. Black Study Clubs, state 
societies, district societies, all branches 
of the Chicago Dental Society, as well 
as the dental societies of Toronto and 
Hamilton, Canada. He has also been an 
essayist before the Reserve Officers of the 
Navy Dental Corps, Xi Psi Phi and 
Delta Sigma Delta fraternities. He has 
reviewed many books for the A.D.A. 
Journal and has revised and developed 
questions for the Junior National Board 
of the A.D.A. Dr. Silberhorn has had 
many of his essays published in various 
dental journals throughout this country 
and Canada. 


PRESIDENT-ELECT 


The honored position of president- 
elect is to be held by Dr. Samuel R. 
Kleiman, well-liked and widely re- 
spected by the dental profession as a 
hard and loyal worker. After just hav- 
ing completed two years as secretary 


Dr. Samuel R. Kleiman, President-Elect 
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of the Chicago Dental Society, during 
which he did yeoman service, Sam will 
spend the next year getting ready for the 
president’s job. 

A product of Chicago by birth and 
education, Dr. Kleiman served in the 
Chemical Warfare section of the Army 
in World War I as a master engineer, 
senior grade. Returning to civilian life, 
he entered the Chicago College of Den- 
tal Surgery, Loyola, graduating in 1923. 
Appointed to the faculty of his alma. 
mater, Sam taught Crown and Bridge 
and Denture Prosthesis until 1929. Once 
again on the faculty, he now holds the 
rank of assistant professor. Also active 
in alumni affairs, Sam has found time to 
be secretary, as well as president, of the 
Loyola Dental Alumni Association. He 
is also a member of Omicron Kappa Ep- 
silon, the American Denture Society, 
the Denture Research Group and Alpha 
Omega Dental Fraternity. 

In organized dentistry, Dr. Kleiman 
has served the West Side Branch of the 
Chicago Dental Society as _ treasurer, 
vice-president and president. For the II- 
linois State Dental Society he has served 
as chairman of various committees and 
has been a delegate or alternate at nu- 
merous American Dental Association 
Meetings. 

Dr. Kleiman lists his hobbies as golf, 
gin rummy, and civic affairs. In the 
latter field he has faithfully served as the 
chairman of his local draft board dur- 
ing World War II, and more recently 
in 1952 as one of the political sponsors 
of Congressman Tim Sheehan. Sam, af- 
fectionately called “Cousin” by his 
friends, has been a source of income to 
those same friends for some years, but he 
continues to call golf and gin rummy 
his hobbies. 

Sam has practiced on the Northwest 
side of Chicago since graduating. His 
training and survival of west side poli- 
tics, plus years of experience in com- 
ponent, state and national dental poli- 
tics, has made him an ideal choice to 
take over the position of president-elect 
and eventually the presidency of the 
Chicago Dental Society. 
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NEW DIRECTORS 


Dr. Ernest Goldhorn, who will rep- 
resent the Englewood Branch on the 
Board of Directors, is a native Chi- 
cagoan. He was graduated from the 
Chicago public schools and after attend- 
ing the University of Illinois, School of 
Pharmacy, 1915-16, transferred to den- 
tistry and graduated from the Chicago 
College of Dental Surgery, Loyola Uni- 
versity, class of 1921. From 1923 to 1950, 
he served as an industrial dentist in the 
Medical Department of the Pullman 
Company. He is the author of several 
articles on “Industrial Dentistry” and 
served as president of the American As- 
sociation of Industrial Dentists in 1945. 
He was a member of the Industrial Com- 
mittee, Council on Dental Health of the 
American Dental Association. 

Dr. Goldhorn was elected to the presi- 
dency of the Englewood Branch in 1949. 
From 1950 to the present, he has served 
as chairman of the Advisory Committee 
to the Chicago Welfare Department, and 
he has been a member of many other 
state and local committees. He is a mem- 


ber of the Fédération Dentaire Interna- 
tionale and Psi Omega fraternity. 

He is married and has one son, Ernest, 
Jr., serving in the Marine Corps. 

Dr. Walter T. Poyer, who comes to 
the Board as representative of the North 
Suburban Branch, is a native of Des 
Plaines, Illinois. He was graduated from 
Maine Township High School in Des 
Plaines and received his dental educa- 
tion at Northwestern University Dental 
School, where he was a member of the 
“N” Men’s Club. He is a past-president 
of North Suburban Branch and is cur- 
rently chairman of the parent society’s 
Grievance Committee, a subcommittee 
of the Public and Professional Relations 
Committee. He served on the General 
Arrangements Committee for several 
Midwinter Meetings and was co-chair- 
man of the Crown and Bridge Section 
of the Essay Committee for one year. 

Dr. Poyer was a board member of 
Maine Township High School for nine 
years, serving three years as president. 
He is a member of Psi Omega fraternity. 
He is married and has one son and one 
daughter and six grandchildren. 


WEDNESDAY 


GOLF 


CHICAGO DENTAL SOCIETY 
ANNUAL GOLF OUTING 


WOODRIDGE COUNTRY CLUB 
(just west to Route 53—just south of 34 at Lisle) 


PRIZES 


JUNE 17 


DINNER 


REGULAR MONTHLY MEETING 
CHICAGO DENTAL SOCIETY 
MAY 19, 1953 


Conrad Hilton Hotel -:- 8:00-p.m. 


INSTALLATION OF OFFICERS - - - North Ballroom 
ESSAY PRESENTATION - - - - - North Ballroom 
TABLE CLINICS - - - - - - North Assembly Room 


Our essayist Dr. Arthur O. Klaffenbach 
Professor and Head of the Department of Clinical 
Crown and Bridge and Professor Emeritus of Crown 
and Bridge Prosthesis at the University of lowa Col- 
lege of Dentistry. 


His title | Preventive and restorative procedures pertaining to 
replacing lost posterior teeth 


Our clinicians Drs. Raymond S. Bardis and Alfred G. Harris 
and__AAsw Slice Inlay Preparations for Children 
their clinics B. A — Filling Material for Anterior and Posterior 
Tee 


Dr. Fred N. Bazola 
Biologically Acceptable Crown and Bridge Retainers 


Dr. Eugene Bodmer 
Direct Wax Pattern Technique for Gold Inlays 


Dr. Walter A. Buchmann 
Unilateral Extensions with Stress Breakers in Re- 
movable Bridgework 


Dr. Caryl E. Cameron 
An All-Alginate Impression Technique for Inlays and 
Bridges 


Dr. Kenneth C. Washburn 
A Time-Saving Method in Using Gold Foil 


The essay will deal with some of the fundamentals involved in diag- 

nosis, treatment, indications and contra-indications in the replacement 

of lost posterior teeth. Prevention and correction of occlusal disharmony, 

the value of orthodontic and periodontic treatment, and the restoration 

of lost posterior teeth by the use of fixed and removable dentures will 
discussed. 


also be 
George W. Hax, Chairman 
Monthly Meeting Program Committee 
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House Bills Nos. 406 and 32, and Senate Bill 93 


M": interest has been aroused over three bills that are now before the Illinois 
Legislature in Springfield. All three have a definite and direct bearing on 
dentistry. The Illinois State Dental Society is aware of legislative matters dealing 
with dentistry through its Public Policy Committee and James C. Donelan, Chair- 
man. All available information on these bills has been forwarded to the Secretary 
and Executive Council of the State Society, and a meeting has been held between 
representatives of the Council and the Interprofessional Council to work out plans 
for dealing with this situation. 


House bill #32 would eliminate the sales tax that is now imposed on and is being 
charged to our wholesalers and dental supply dealers on all materials that become 
a part of dental services rendered. From all available information, this would be 
a bill in our favor and should be supported by the dental profession. 


Senate Bill #93 deals with Unemployment Compensation. At the present time, 
only those employing six or more persons must contribute, but this bill if passed 
would make it compulsory for anyone employing one or more persons to come under 
Unemployment Compensation. Since the majority of dentists employ at least one 
person, dentistry as a whole would be affected adversely and therefore this bill 
should not be supported. 


House Bill #406 is so important that it demands our immediate attention. It has 
been introduced by the Governor as an Adminstration bill and seeks a means of raising 
as much as $20,000,000 annually for the State. If passed, a sales tax would have to 
be paid on all materials that are a part of services rendered, and since the tax is on 
the user of the material, the dentist would be required to pay the tax on dental 
services. To make it even worse, the dentist who is the user would be required to 
collect the tax. Therefore, dentists would be required to register with the Department 
of Finance, act as collectors of the tax, keep books and even show their books on 
demand. All this would be a terrific waste of time for us and would only increase 
the cost of medical and dental care. This bill, from the dental standpoint, should 
definitely be opposed. 


Let your wants and likes be known. Contact your Representative or Senator or even 
the Governor—write, wire, phone or personally contact them. 


Support House Bill #32 
Oppose Senate Bill #93 Oppose House Bill #406 


DO IT TODAY !! 
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of Chicago mobilized May 
tenth in a finance campaign to raise 
$800,000 for an educational television 
station on Channel 11. The campaign has 
a June 2 deadline. This deadline is set by 
the Federal Communications Commis- 
sion. After June 2 the channel would be 
open to bids from commercial or other 
sponsors. 

Dentists, not only as citizens of Chicago 
but as people much interested in im- 
provement of the public health, are taking 
a prominent part in this effort. A tele- 
vision station, through which programs 
designed to create a desire for better 
dental health 


Educational TV and Dentistry 


Loyola University, Museum of Science 
and Industry, Newberry Library, North- 
western University, the Orchestral Asso- 
ciation, Roosevelt College, the University 
of Chicago and the University of Illi- 
nois. This list demonstrates the wealth 
of educational material and personnel to 
which Channel 11 will have access and 
shows us what vistas will be open to 
Chicagoans of all ages. 

Mr. Ryerson said it will cost about 
$550,000 to build and equip the station 
and another $550,000 to operate it for 
two years—a total of $1,100,000. 

The Ford Foundation has set aside 

$150,000 _contin- 


might reach large 
numbers of people, 
would be a valu- 
able aid in our 
efforts to improve 
dental health. In 
addition to such 
official action as 
the Chicago Den- 


Contributions may be sent to: 


CHANNEL 11 HEADQUARTERS 
BOX 1100 
CHICAGO 90, ILLINOIS 


gent upon at least 
twice that amount 

raised lo- 
cally. The Chicago 
Board of Educa- 
tion plans to re- 
model and equip 
Manley Vocation- 


tal Society takes, 
the contributions of the individual mem- 
bers either directly to the Channel 11 
Headquarters or through their community 
Channel 11 organizations will be valuable 
help in a thoroughly worthwhile project. 
The official body heading the drive is 
the Chicago Educational Television As- 
sociation. Its headquarters are in the First 
National Bank Building at 38 South 
Dearborn Street. The chairman of the 
drive is Mr. Edward L. Ryerson, Chair- 
man of the Executive Committee of In- 
land Steel. The chairman of the group of 
educational and cultural institutions 
sponsoring Channel 11 is Dr. John T. 
Rettaliata, President of the Illinois In- 
stitute of Technology. These institutions 
include the Art Institute, Chicago His- 
torical Society, Chicago Natural History 
Museum, Chicago Parochial Schools, 
Chicago Public Library, Chicago Public 
Schools, College of Jewish Studies, Cook 
County Public Schools, DePaul Univer- 
sity, Illinois Institute of Technology, John 
Crerar Library, Lake Forest University, 
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al High School for 
telecasting at a cost 
of $150,000. The remaining $800,000 will 
be raised from individuals, corporations, 
foundations and community committees 
in metropolitan Chicago and in the sur- 
rounding cities and suburbs in the 60-mile 
radius around Chicago to be served by 
Channel 11. 

The campaign is a “grass roots” drive 
to enlist the support of the millions of 
residents in the Chicago area who will 
have a stake in the new station—that’s 
us. 
Most of the individual contributions 
will come through small community 
organizations that will have the approval 
of churches, service clubs or neighbor- 
hood associations. The exact methods of 
raising funds will be decided by the 
executive committees of these groups but 
individual, personal solicitation is sug- 
gested as the speediest and most effective 
way. Firms and others on prospect lists 
will be assigned to active participants on 
a block-by-block basis. Dentistry has a 
stake in this enterprise. 
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A Method for Repositioning Abutment Teeth* 
By Percy W. Herrick, D.D.S., lowa City, lowa 


[Editor’ 8 Note: Doctor Herrick received his D.D.S. degree from the University 
of Iowa in 1922 and since that time has been a practitioner in Iowa. He served 
as Instructor at his Alma Mater for ten years and for the past two years has been acting 
head of Clinical Crown and Bridge. He is a Past-President of the Johnson County and 
University District Dental Societies and a member of Omicron Kappa Upsilon 


Honorary Fraternity.] 


| E every dentist has had 

patients who are in need of 

bridges or partial dentures, but 
who nave not aoe seen for some time 

: seme after the loss of the 
teeth needing to be 
replaced. In the in- 
terval between the 
loss of the teeth and 
the examination, the 
teeth that would 
logically serve for 
bridge abutments 
may have tipped or 
drifted into the 
edentulous _ space 
frequently leaving 
spaces in their wake. Thesé spaces allow 
packing of food and in addition to the 
discomfort this causes there is also the 
possibility of damage to the interseptal 
tissues. 

The tipping of the abutment teeth into 
the edentulous space may result in not 
only adding to the difficulty of construct- 
ing a bridge that can be conveniently 
seated and cemented to place because 
of the problem of aligning the abutment 
restorations but it may result in pocket 
formation and other tissue changes in- 
curred by receiving unnatural stress. 
Often the edentulous space has been 
reduced, making insufficient room for an 


Dr. Herrick 


*Text of table clinic presented at the 1952 
Midwinter Meeting of the Chicago Dental 
Society. 

1. Higley—Chapter contributed by Dr. 
Higley in “DENTISTRY FOR CHILDREN” 
by Brauer, Higley, Massler and Schour. Page 
137. 


adequate pontic, but of more importance 
is the fact that the occlusion with the 
opposing teeth has been disturbed so 
that proper interdigitation of the cusps 
is difficult if not impossible. 

Occlusal equilibration and the read- 
justing of the drifted teeth with a re- 
positioning appliance to bring the in- 
volved teeth back to as nearly normal po- 
sition as nature intended has been a 
most interesting and pleasing technic in 
the aid of more complete recognition of 
the biological factor in bridge construc- 
tion. It is the purpose of this discussion 
to describe the construction and opera- 
tion of an appliance to reposition tipped 
and drifted abutment teeth. The design 
and operation of this appliance is adapted 
from one described by Higley. Occlusal 
equilibration should follow after the 
drifted teeth have been readjusted to as 
nearly normal state of being as the indi- 
vidual mouth condition will permit. This 
appliance has the additional advantage 
that it can be easily converted into a 
space maintainer. Thus for those cases 


Fig. 1. Showing the .025 wires with one in 
position. ; 
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Fig. 2. Both wires lace ready to be 
waxed—showing the paper match 


portion. 


in p 


in young people where space has been 
lost and you wish to regain it again and 
hold the space or in any condition where 
a holding period is desirable, its use can 
be recommended. 

The use of this appliance is indicated 
in a case presenting the breakdown of the 
occlusion and drifting of the teeth. The 
Curve of Spee is very much interrupted. 
This type case is seen usually long after 
the date of extraction and the drifting 
and tilting of the teeth toward the eden- 
tulous area is of such an extent that the 
original space has become partially 
closed so that no fixed prosthesis should 
be constructed without first attempting 
to bring the abutment teeth back into 
alignment and reopen the space. If you 
have found the drifted teeth have ro- 
tated some in their sockets, that would 
add to the complexity of getting the 
teeth back in alignment. 

The answer to the question of whether 
the average general practitioner should 
undertake too, severe a mal-alignment 
depends on how well qualified he finds 
himself to do such work. However, if 
the movements are quite simple, an ap- 
pliance similar to the one to be described 
might be used. 

The appliance to be described is for a 
young person about 23 years of age. 
Several years previous to his first visit to 
our office he had lost the upper first 
molar and second bicuspid. The rest of 
the teeth on this same side had drifted 
and practically closed the edentulous 
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area with the loss of their normal con- 
tact. 

A number .025 orthodontic wire is cut 
into two pieces about 3/2 to 4 inches in 
length or long enough to make one side 
of each clasp and the large “U” shaped 
spring activator. 

One end is formed into a half circum- 
ferential clasp. This is placed on the 
buccal surface of the anterior abutment 
tooth. The wire is then bent and brought 
in a lingually direction across close to 
the distal surface of this abutment tooth 
extending it up toward the hard palate 
far enough to form a “U” shaped end— 
bending the wire back across the mesial 
surface of the posterior abutment tooth 
then bend to form the buccal half of 
the circumferential clasp used on the 
posterior abutment tooth. Cut off the un- 
used portions of the wire and adapt the 
buccal portions of the wire into the desir- 
able undercuts on the abutment tooth. 

Cut another piece of the .025 ortho- 
dontic wire and do the same procedure 
forming the opposite portion of the ap- 
pliance. Starting on the lingual surface of 
the anterior abutment tooth from the 
lingual portion of the circumferential 
clasp, now bend the wire across the distal 
surface of the tooth extending it toward 
the buccal fold forming the buccal por- 
tion of the “U” shaped activator. The 
wire is now extended toward the lingual 
so you complete the lingual portion of 
the circumferential clasp for the distal 
abutment tooth. Adapt the wire into the 
desirable undercut on the lingual. 


Fig. 4. Completed appliance with slice 
cut through the acrylic portion. 


It is best now to remove the loose wires 
and paint the edentulous area with some 
kind of modern foil. Now with the aid 
of sticky wax, place the wires in place 
holding them 1% to 2 mm. off the 
mucosa. To do this, portions of a paper 
match stick will work well. Wax well 
around the clasp portions and the 
curved end of the “U”. 

Now mix up a portion of a self poly- 
merization resin material; enough to fill 
in the edentulous area as_ high as the oc- 
clusal surface of the cast. This engages 
the two wires except that portion cov- 


. 5. Completed li 


ered by the sticky wax. At the end of 
the curing time soften the sticky wax and 
remove. You have now a space main- 
tainer. To make activation cut a slice 
through the acrylic portion freeing it and 
with pliers you bend the wire at the bot- 
tom of the “U” on each side and activa- 
tion is ready to begin. 

When you have re-established condi- 
tions to as nearly normal as possible and 
you desire a holding time for certain 
reasons, fill in the area that was sliced 
out and you have a space maintainer 
holding the teeth in their new position. 


C.D.A.A. NEWS 


The annual meeting of the Chicago 
Dental Assistants Association will be held 
Thursday, May 21, at 8:00 p.m., in the 
Chiseler’s Club in the Pittsfield Building, 
55 E. Washington St. The Nominating 
Committee has presented the following 
slate of officers for the year 1953-54: 
Harriet Turner, president; Lucille Fitz- 
jarrald, president-elect; Marilyn Motter, 
vice-president; Dorothy Sutton, secretary; 
Grace Dymer, treasurer; Evelyn Fiske, 
Board member; Helen Vollmer, Board 
member. 

Members are urged to attend this im- 
portant business meeting. After the elec- 
tion and installation of officers, refresh- 
ments will be served. 

Be sure to mark your calendar, and 
plan to attend the goth Anniversary 
Dinner-Dance. It will be held June 6 in 


the Swedish Club of Chicago, 1258 N. 
LaSalle St.; dinner at 7:30, dancing 
*til?? Tickets are $5.00 and guests are 
welcome. Phone Lucille Fitzjarrald at 
ALbany 2-8900 for reservations or further 
information. —Harriet Turner, Publicity 
Chm. 


THE DUFFER’S LAMENT 


I think that I shall never see 

A hazard rougher than a tree— 

A tree o’er which my ball must fly 

If on the green it is to lie; 

A tree which stands, that green to guard, 
And makes the shot extremely hard; 
A tree whose leafy arms extend 

To kill the mashie shot I send; 

A tree that stands in silence there, 
While angry golfers rave and swear. 
Niblicks were made for fools like me, 
Who cannot ever miss a tree. 
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FORCE ANALYSIS OF 
PROSTHETIC APPLIANCES 


This article describes a study con- 
ducted to evaluate the vertical forces 
that are placed on the teeth of full and 
partial dentures during mastication. Rel- 
atively small forces were required for the 
mastication of most foods commonly 
found in the diet. Maximum forces up 
to 12 kg. have been recorded; 6 to 8 kg. 
were the most common maximum forces 
required. Most foods required an average 
force ranging from 0.3 to 1.8 for mas- 
tication. Full denture and partial den- 
ture wearers utilized similar forces.— 
“FORCE ANALYSIS OF PROS- 
THETIC APPLIANCES DURING 
FUNCTION, by A. Yurkstas, B.S., 


D.M.D., and William A. Curby, B.S. 
The Journal of Prosthetic Dentistry, 


January, 1953. 


O. C. L. 


ORTHODONTIC PRINCIPLES 


As a general practitioner, a knowledge 
of orthodontics should be a part of your 
practice. Mothers of your child patients 
want you to be able to tell them what to 
do about malocclusion of their children’s 
teeth. The public wants you to guide the 
development of the occlusion of the 
child. Even though you are not going to 
do the work yourself, if there is any- 
thing known to the dental profession 
that can be done to help the child attain 
the highest degree of dental develop- 
ment, they want you to tell them. You 
must know enough to talk over the or- 
thodontic needs of the child. Your pa- 
tients judge you not only by what you 
do, but by what you know and say. We 
dentists have to interest ourselves in all 
phases of our profession. We have to be 
prepared to answer questions concerning 
all phases of dentistry. 
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When the dentist examines a child, he 
looks for cavities and any infection pres- 
ent, but all too many neglect to have the 
child close his teeth, to bring his teeth 
into occlusion, to bring the mandible to 
various excursive movements. If the 
child’s occlusion does not come within 
the realm of accepted normality, we 
should do something about it or at least 
inform the parent. The next time a child 
comes into your office also make a phys- 
ical count of the teeth. You may find 
many more teeth missing than you for- 
merly thought, also more supernumerary 
teeth present than you imagined. It is 
surprising how easy it is to miss some 
of these conditions—“ORTHODON- 
TIC PRINCIPLES IN GENERAL 
PRACTICE,” by J. A. Salzmann, D.D.S.; 
F.A.C.D. Pennsylvania Dental Journal, 
March, 1953. . O. C. L. 


GENERAL ANESTHETICS 


Every dentist should familiarize him- 
self with the advantages of newly dis- 
covered anesthetic drugs and with the 
proper selection of older agents for the 
production of balanced anesthesia. The 
modern anesthesiologist in oral surgery 
selects minimal doses of various drugs 
and combines them to produce a bal- 
anced anesthesia. A maximum amount 
of oxygen should be utilized in the mix- 
ture. This will assist in producing a safe 
and smooth anesthesia. 

For most normal patients requiring 
minor oral surgery of short duration, 
nitrous oxide with a high oxygen content 
is still the anesthetic of choice. The pa- 
tient with a well compensated heart, 
showing no undue shortage of breath 
will tolerate this anesthesia like the nor- 
mal individual. For prolonged office 
oral surgery in the normal patient, thi- 
amylal sodium or thiopental sodium 2 

(Continued on page 25) 
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NEWS OF THE BRANCHES 


NORTHWEST SIDE 


New officers, new ideas, new plans for 
next year. John Gates, our incoming presi- 
dent, has planned a terrific outing for 
June 24th. It’s going to be a real old- 
fashioned picnic. The old “family basket” 
type of affair. We want it to be a real 
success, so bring all your friends along 
with the family and plenty to eat. It will 
take place at a private family park, Cedar 
Lake Park in Lake Villa, Illinois. The 
exact location is 34 mile west of the inter- 
section of Grand Avenue and Milwaukee 
Avenue. . . . At our last meeting, Robert 
G. Kesel was our guest speaker. His sub- 
ject was “Caries Control.” We want to 
thank him for a fine lecture and must 
remember to invite him again real soon. 
He made his first appearance to the 
Northwest Side about 25 years ago, and 
just chuckled when he said, “I wonder 
why I had to wait so long for a second 
invitation.” . . . B. M. Pawlowski will 
be leaving the states for overseas duty. 
Destination is yet unknown. . . . Glenn 
Cartwright dropped me a little card from 
Clearwater, Florida. Took in the dog 
races. .. . Ben Davidson wishes to thank 
the following men for helping with the 
school program: B. B. Pawlowski, Thad 
Olechowski, H. Ablin, T. Czeslawski, R. 
Podraza. . . . Our deepest condolences 
to the family of Phil Skwiot. . . . Russell 
Pitch, son of Oliver Pitch, is very ill. 
Here’s hoping for a quick recovery. . . . 
T. A. Czeslawski left for Florida on May 
6 with his family, will return on May 26. 
. .. Hugo Chott went into service as of 
May 1... . Let me take this opportunity 
to thank each of you for helping me to 
get to know you better. It’s been a lot 
of fun really, but I’m retiring my post 
to someone more qualified, Ben Davidson. 
We'll all get behind him now and make 
it easy for him—Sonny Litturi, Branch 
Correspondent. 


NORTH SUBURBAN 


Through the medium of this exponent 
of misinformation, we wish to announce 
that at long last Corvin “Pinky” Stine has 
been made a dip-lo-mate of the American 
Board of Pedodontics. Pinky will gladly 
show his sheepskin to any interested (or 
non-interested) member without the least 
urging. In fact, it is rumored that he is 
planning an open house for the boys in 
order to celebrate. Then, too, those who 
haven’t might meet Jane—Jane Selby, 
D.DS., that is. She is Pinky’s latest acqui- 
sition. . . . It was mighty nice having 
lunch with Bill “Senator” Mayer at the 
Cooley table recently. Bill is looking 
mighty chipper and ready to go ten 
rounds with Rocky Marciano. He stopped 
in to see how his right hand, Hans Gross- 
kreuz, is doing in the office. We suggest 
that he bring Dr. Grosskreuz around to 
meet the boys. . . . As a recap of our last 
North Suburban meeting, we announce 
the election of the following officers for 
next year: O. E. Scott, president, Herman 
P. Kelder, president-elect; George L. 
Carey, vice-president: Waldo Urban, sec- 
retary; Francis M. Yager, treasurer. Our 
new director to the C.D.S. is Walter 
Poyer. . . . The second announcement is 
that of our golf-dinner outing to be held 
on Wednesday, June 3, at the Barrington 
Hills Country Club. Scotty says that Jay 
“Port Side” Welborn and “Four Garage” 
Grover are planning a big affair. Since 
it is only two weeks away, you’d better 
formulate your plans right now. .. .Glean- 
ings from about town: Stevie Stephenson 
has just returned from a flying trip to 
Hawaii. Some stuff! . . . It is thought 
Pete Pedersen recently ventured down to 
Alabama and J. C. “Bill” McGuire was 
cruising along the Pennsylvania Turnpike 
and moseying about in Kentucy. He made 
a thorough study of the operation of 
Berea College while in the Blue Grass 
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state. .. . Russ Johnson dropped the word 
that Bob Foster, up in Glencoe, has gone 
to work for Uncle Sam. Hurry back, Bob. 
... Walter Raymond has just received his 
commission in the Air Force and is stand- 
ing by for orders. . . . B. Paul Justen of 
Glenview was recently elected president 
of the local Rotary Club. Pat, our Glen- 
view informant, tells us that Paul slipped 
out of town for a few days to attend a 
Rotary convention but she couldn’t 
identify the town. . . . Fred Verink’s 
ancient grandpere was visiting him again 
and on the spur of the moment, Fred 
dragged Harry Chronquist, Ed Sullivan, 
Pinky Stine (same as above), Jim Keith, 
Dick Renn, and a couple of others up to 
meet him. . . . Adrian Swanson is moving 
into his new place alongside O. E. 
Scott in the Indian Hill section. He 
(Adrian) will miss that short hop across 
the street. . . . The last, but certainly not 
the least, item is that a certain editor of a 
very specific publication has been seen 
driving a new Cadillac. What an opera- 
tor! How do you do it, Ed? I dare you 
to censor this. .. . Bon Jour for now.— 


Robert B. Jans, Branch Correspondent. 


ENGLEWOOD 


Program Chairman Bob Straub was 
honored with the presidency of our 
branch at our April 14 regular meeting. 
Every job Bob has had was done well. 
Congratulations; we know the affairs of 
the branch are in capable hands. Other 
officers are M. Hopkins, vice-president; 
Francis O’Grady, secretary; Romaine 
Waska, treasurer; Downtown Board of 
Directors, E. Goldhorn; and Englewood 
Board of Directors, H. Kazen. The same 
evening, Dr. Frank Kropik presented a 
fine program on “Children’s Dentistry,” 
illustrated with colored slides. . . . Bits 
about ’em. . . . Stanley Tikusis is on the 
lookout for a new home. . . . Bob Hilton 
was married on April 4 and spent his 
honeymoon in the Ozarks. . . . Harry 
Waalkes took time to do a little sight- 
seeing in Biloxi, Mississippi. . . . Sin- 
cerest sympathy to the family of Walter 
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Laederach for their recent loss. . . . Joe 
Solus received his discharge from the 
service and has opened up an office in 
Oak Lawn. . . . Ernie Goldhorn drove 
his new Buick Super to California to 
visit with his marine son for a month. . . . 
Gus Solfronk has quite a fish story, went 
to Bimini, Bahamas for a month and 
caught a seventy-pound, seven-foot, six- 
inch white marlin. . . . Griffin attended 
the reunion of the ’52 class, St. Louis 
University, on April 18. He is offering 
a prize of one mouth prop to anyone who 


Starshak, Kalk, Milas, Lindholm, Lace 
and John Brotherson are some who at- 
tended the State meeting in Peoria... . 
Table Clinicians were Wm. Burke, 
Francis O’Grady and M. Hopkins. . . 
John Boles, who has over ten years’ serv- 
ice in the Navy, was recalled for active 
duty and is now stationed at Portsmouth, 
Virginia. . . . Dick Remijas came back 
with a coat of tan after a Florida trip. 
. .. H. Fonjemie is taking a rest in Wis- 
consin. . . . B. Lapp bowled a neat 647 
in tournament play in Indianapolis. . . . 
George Berning took a month to visit his 
family and do some sightseeing in Cali- 
fornia. .. . A. G. Person took a week off 
for a visit to West Salem, Illinois. . . . 
If anyone is worried about what “that 
thing” was that Waska so surreptitiously 
slipped to John Lace at the April 14 
meeting, it was Waska’s 135mm. tele- 
photo lens, which Lace tried out on his 
recent trip. ... Ray Van Dam was elected 
to the presidency of the Loyola Alumni. 
. . . Bill Ziervogel is feeling well enough 
now for some company at home, look him 
up, fellows, he'll enjoy your visit. . . . 
Charley Coffey is feeling better and is 
back home after a stay at Hines Hospital. 
. . . The golf season is with us again. 
Make plans now to attend the Englewood 
Golf Outing at the Navajo Fields Country 
Club on June roth. Prizes, good fellow- 
ship and tasty food are on the menu. 
Dinner will be four dollars and golf two 
dollars. See Waska, Brotherson, Dick 
Parro, Kazen, Miller (S.S. White) and 
O’Grady for tickets—Joseph W. Jun, 
Assistant Branch Correspondent. 


— 


WEST SIDE 


Our last regular meeting, which was 
conducted by Walter Kelly and his capa- 
ble fellow officers, was very well attended. 
The steak dinner was delicious and the 
good fellowship was enjoyed by all. Again 
we thank Dr. John B. LaDue for his 
splendid talk and movie, which will be 
long remembered by those of us privileged 
to hear him. . . . Our traveling dentist, 
Leo Cahill, has made a short fishing trip 
to the Ozarks. Good Luck and Good 
Catch, Leo! . . . George Walls, our golf 
pro, is also a good bowler. He bowls with 
the ABC Bowling League and tells us 
he actually saw Bill Gubbins bowl a 700 
series. Congratulations, Bill! . . . Never 
go places without a spare—that also ap- 
plies to dentistry. One of our friends lost 
his teeth while swimming in Florida and 
had to fly back to Chicago to have a 
new set made. Someone will be surprised 
when they catch a fish with a beautiful set 
of porcelain teeth. . . . In the listing of 
new officers for the West Side Branch 
which appeared in the last column, 
Joseph Porto was listed as the secretary 
in error. Our new secretary is Frank J. 
Kropik. . . . Golf Chaitman William 
Bingaman would like to have your reser- 
vations in early for our annual Golf Out- 
ing on Wednesday, May 27, at the Glen- 
dale Country Club. . . . I wish to thank 
the members of the West Side Branch and 
other branches for their cooperation in 
making our Loyola Dental Alumni As- 
sociation Homecoming one of the most 
outstanding in the history of alumni 
groups. . . . Also, on behalf of Dr. Thomas 
Michiels I want to thank all my col- 
leagues and friends who have so gener- 
ously contributed to the benefit given for 
his family. Over a thousand attended the 
party, which testifies to the kindness of 
his fellow dentists and friends. . . . It 
has been a pleasure to serve you as branch 
correspondent for the past year; I wish 
my successor the same cooperation from 
my good fellow members of the West 
side. Send your branch news to A. F. 
Stark, 4010 W. Madison St., City.— 
Joseph F. Porto, Branch Correspondent. 


KENWOOD-HYDE PARK 


Your scribe, Harry Hartley, and Mrs. 
Hartley are off for a month in sunny Fort 
Lauderdale, Florida, where they will 
drink in lots of sunshine and give the 
Leo Kremers, new residents of that city, a 
little competition at bridge. Harry, Jr. is 
now stationed at Camp Handford, Wash- 
ington with the Army. It is at the edge 
of the desert and Harry says that all that 
you can see is sand, sagebrush, snakes and 
Jack-rabbits. . . . Our much traveled 
Walt and Mrs. Dundon were down to 
Galesburg where they attended the IIli- 
nois Laboratory Association meeting. 
Walt is a member of the A.D.A. Council 
on Dental Trades and Laboratories as 
well as a member of the Prosthetic Serv- 
ice Committee of the Chicago Dental 
Society and he is doing a grand job. This 
might be a good spot to also thank Walt 
for his fine job as Treasurer of the parent 
Society. Bob Kreiner, our Director, also 
has done an outstanding job and is deserv- 
ing of our thanks. For our local officers 
and committeemen much could be said in 
appreciation for excellent meetings that 
we have had this year. To Jesse Carlton, 
Pres., Mark Reardon, V.P., Roy Eberle, 
Sec., and Graham Davies, Treas., our 
thanks for a job well done. . . . Kenwood 
had a good representation at the State 
Meeting at Peoria. Bob and Mrs. Kreiner 
made the trip down in their new two-tone 
DeSoto. If I had known that before I 
bought my Rocket ticket, I would have 
hooked a ride. . . . O. K. Stafford, who 
had a severe coronary some months ago, 
reports he is well on the road to recovery 
and that he and Mrs. Stafford are as- 
sociated with the staff of the T. B. Hos- 
pital at Tallahassee, Florida and that he 
is planning to take the Florida Board. 
Our very best wishes, Staff. . . . The 
Wayne Fishers are building a new home 
at goth and Dobson. Our very best to the 
Jr. Fishers. . . . It’s really a small world 
for while in the Smokies, our World 
Travelers, Larry and Mrs. Johnson, ran 
into John and Mrs. McBride. The Mc- 
Brides are still on tour, having gone on to 

(Continued on page 26) 
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a. April 21st meeting was called to 
order in the North Ballroom of the 
Conrad Hilton Hotel by President James 
Keith at 8:15 p.m. 

The first order of business brought a 
motion and a second to dispense with the 
reading of the minutes of the January 
meeting. Motion carried. It was then 
moved and duly seconded to approve the 
minutes of the January meeting as pub- 
lished in the March 15th issue of the 
ForTNIGHTLY Review. Motion carried. 
_ President Keith called for reports from 
boards and standing committees. There 
were no reports. 

Special committees—no reports. 

Unfinished business—no reports. 

At this time the Chairman entertained 
a motion to suspend the regular order of 
business which called for new business, 
to allow the speaker for the evening, Dr. 
Arthur Elfenbaum, to present his essay. 
Motion was made and duly seconded and 
received the required two-thirds vote for 
this change in the agenda. 

President Keith introduced the Monthly 
Meeting Program Chairman, Dr. George 
Hax, who in turn presented our own 
Society member, Dr. Arthur Elfenbaum, 
the speaker for the evening. Dr. Elfen- 
baum, who is Associate Professor and 
Chief Examiner of the College of Den- 
tistry and Director of the Hospital Mental 
Clinic of the University of Illinois, 
received a very enthusiastic reception 
from the audience. The subject of Dr. 
Elfenbaum’s essay, “Diagnosis in the Den- 
tal Office of the Future,” kept the audi- 
ence very attentive, and after his essay he 
took the audience on a trip through the 
dental clinic by way of slides which were 
very educational and instructive. After 
Dr. Elfenbaum finished his presentation 
at 9:40 p.m. President Keith thanked Dr. 
Elfenbaum on behalf of the Society and 
reopened the meeting under the order of 
new business. 


Regular Meeting of the Chicago Dental Society 


April 21, 1953 
Conrad Hilton Hotel 


The election of officers for the year 
1953-54 was in order. Article IX, Section 
3, of our By-Laws, states “In the event 
not more than one candidate is nomi- 
nated for any elective office, the President, 
at the April meeting, shall direct the sec- 
retary to cast a unanimous ballot on 
behalf of such candidate for such office.” 
The following candidates, having been 
nominated according to Article IX, Sec- 
tion 2 of the By-Laws, were unanimously 
elected by the Secretary by order of the. 
President: 

President-Elect—Samuel R. Kleiman 

Vice-President—Edward W. Luebke 

Secretary—Gustav W. Solfronk 

Treasurer—Otto W. Silberhorn 

President James Keith then announced 
the importance of attending the Illinois 
State Dental Society meeting in Peoria as 
a proposed revision of the Constitution 
was to be presented for adoption which 
had been accepted by the Illinois State 
Executive Council. He stated that two 
resolutions had been received by the 
Board of Directors from two branches, 
namely, the West Side and the Northwest 
Side, expressing opposition to the new 
proposed Illinois Constitution and By- 
Laws in its present form. 

Dr. Robert Pollock asked for the floor 
and was given permission to speak on the 
new proposed Constitution and By-Laws. 
He presented a very well-formulated and 
precise group of questions. After Dr. Pol- 
lock read these questions Dr. Keith in- 
troduced Dr. Harold Oppice, Past-Presi- 
dent of the A.D.A. and the Chicago 
Dental Society and the Chairman of the 
Committee to Revise the Constitution and 
By-Laws of the Illinois State Dental 
Society. Dr. Keith also introduced Dr. 
Melford E. Zinser, Past-President of the 
Illinois State Dental Society, and Dr. T. 
C. Starshak, present Treasurer and for- 
mer Councilman and a member of the 

(Continued on page 25) 
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Hyde Park William R. Eberle, Secretary 
North Side Russell G. Boothe, President 

Maurice S. Altus, Secretary 
Northwest Gerson M. Gould, President 
Side Joseph S. Lebow, Secretary 
North Russell H. Johnson, President 
Suburban Herman P. Kelder, Secretary 
South Donald Pippert, President 
Suburban Henry R. Leturno, Secretary 
West Side Walter E. Kelly, President 

Max M. Chubin, Secretary 
West Joseph M. Lestina, President 
Suburban Richard A. Anderson, Secretary 
Ethics Committee 
George H. Welk 1953 
John M. Gates 1954 
Sol A. Shiret 1955 
Applications for Membership 


The following applications have been re- 
ceived by the Ethics Committee: Any member 
having information relative to any of the ap- 
plicants, which would affect their membership, 
should communicate in writing with George 
H. Welk, 1400 N. Central Ave. Anonymous 
communications or telephone calls will receive 
no consideration. 


Applicants 
Dunne, Rosert E. (Loyola 1952) Northwest 
Side, 5659 W. North Ave. Endorsed by 
Joseph L. McCormack and Lester J. Smith. 
(Continued on page 26) 


21 


| 


Classified Advertising 


Rates: Effective Jan. 1, 1952. $2.75 for 
g0 words with additional words at 3 cents 
each. Minimum charge is $2.75. Charge for 
use of key numbers is 25 cents additional. 
Forms close on the 1st and 15th of each 
month. Place ad by mail or telephone to 


CHICAGO DENTAL SOCIETY 
go NortH MicHican AVENUE 
RAndolph 6-4076 
Advertisements must be paid for in advance. 


FOR SALE 


For Sale: Hydrocolloid conditioner, 2-wells— 
$47.00. Telephone TAlcott 3-6430. 


For Sale: Dental office and laboratory, equipped. 
With 4 furnished living rooms. Northwest Side. Full 
price for everything, $1,500.00. Reasonable rent. 
Kindly give phone number when writing. Address 
J-19, The Fortnightly Review of the Chicago Den- 
tal Society. 


For Sale: Two-chair office, business and relaxing 
rooms, laboratory. Choice location, reasonable rent. 
Austin-Chicago area. Telephone EStebrook 9-0940. 


For Sale: X-ray machine, floor model, like new, in 
excellent condition. Very reasonably priced. Tele- 
phone EStebrook 8-5764. 


For Sale: Active practice since 1933, North Side. 
X-ray, 2 gas machines, other equipment. Illness, 
moving down State. Reasonable. Address J-20, The 
Fortnightly Review of the Chicago Dental Society. 


For Sale: Loop. Once in a lifetime opportunity. 
Modern, fully equipped office, facing Lake. No 
— offer refused, must sell. Call MErrimac 
7-4218. 


For Sale: Dental office, fully equipped. Six-room 
suite on busy corner in Evanston. Call SUperior 
7-4500, Extension 341. 


For Sale: Completely equipped dental office og 
Southwest Side, or equipment alone. Cream-white 
Weber unit, Ritter chair, % HP Philco air-con. 
ditioner—and Ritter unit, Ritter chair, mahogany, 
Must be sold this month. Call PRospect 6-7 100. 


For Sale: Dental office and laboratory, fully 
equipped. Ritter unit and chair, x-ray machine, 
compressor, etc. Practice established 21 years on 
Northwest Side. Must sell immediately on account 
of death. Telephone NEwcastle 1-6605. 


For Sale: Unusual suburban dental office and home 
cobination, brick, on ‘corner. Separate entrances, 
Office suite fronts on new business section over. 
looking park. Active, well established practice. Ex. 
cellent location. Nice surroundings. Well equipped 
tiled operating room and laboratory, dark room, 
reception room, patients’ wash room. Modern 5 
room home. All modern conveniences. Tiled 
kitchen, electric sink, tiled bath, gas heat, ventilat- 
ing system, birch trim throughout. Full basement, 
partitioned. Brick garage, concrete side drive. Well 
landscaped grounds, garden with pool. Owner re. 
tiring. Price reasonable. Address J-21, The Fort 
nightly Review of the Chicago Dental Society, 


For Sale: Two-chair office and laboratory, fully 
equipped. Northwest Side, good location. Immedi- 
ate possession. Leaving for Service. UNderhill 7. 
8126. 


For Sale, Rent, Lease or Other Suitable Arrange 
ment: Very fine, completely referred dental practice 
of a dental school faculty member leaving practice, 
With or without new modern office and equipment. 
ANdover 3-3592 for appointment. 


For Sale: Dental office and established practice on 
North Side of Chicago. Fully equipped, all Ritter 
equipment. Lucrative practice, excellent clientele. 
Address J-22, The Fortnightly Review of the Chi- 
cago Dental Society. 


For Sale: Dental office, good corner location. Ex 
cellent neighborhood practice. Priced reasonably. 
Reason, called to the Service. Call BErkshir 
7-2555- 


test. You be the Judge, Doctor! 


Exclusive Jacket Work 


Porcelain or Plastic 
The best proof of what we can do for you is in a personal 


1922 PITTSFIELD BLDG. CEntrel 6-0557 


SHAY MEDICAL AGENCY 


Telephone STate 2-2424 
- Nation Wide 


LAIN 
Re 
Aralor 
< 
| Suite 1935, Pittsfield Bldg., 55 E. Washington St. PO 
| L A complete service in medical and dental personnel 
| 22 


For Sale or Rent: Modern dental office. All latest 
Ritter equipment, including x-ray, electric chair, 
air-conditioning, large laboratory, dark room, pri- 
yate reception. Selling due to sudden _ illness. 
Located in Theatre Building in Berwyn, Illinois. 
Call Gladstone 3-7320. 


For Sale or Rent: Two-chair bungalow office, mod- 
ern equipment, in Northwest suburb of Chicago. 
Gross, $35,000.00. Leaving for Service. Address 
J-23, The Fortnightly Review of the Chicago Den- 
tal Society. 


For Sale: Dental office and practice. All up-to-date 
equipment, including x-ray and air-conditioner. 
Private reception room with modern furnishings. 
North Side. WEllington 5-5722. 


For Sale: Active growing practice on ground floor 
in densely populated neighborhood with shortage 
of dentists. Many walk-ins. Unlimited potential. 
Price is reasonable. Minimum down payment if 
desired. Address J-24, The Fortnightly Review of 
the Chicago Dental Society. 


For Sale: Two-chair dental office and windowed 
laboratory, north exposure, in Marshall Field Annex 
Building. Established 22 years. Doctor leaving city. 
Address J-27, The Fortnightly Review of the Chi- 
cago Dental Society. 


For Sale: Complete dental equipment, nice for 
second office. Ritter chair, engine, Castle light, 
sterilizer, cabinet, etc. No unit. Including operating 
and prosthetic instruments. All in excellent condi- 
tion. Price complete, $300.00. Telephone EUclid 
6-4209. 


For Sale: Harvard unit, Harvard chair, cabinet, 
new Weber operating stool, Triluminar operating 
light. All finished in ivory. Price, $600.00. Call 
IRving 8-8500. 


FOR RENT 


For Rent: Office and laboratory in modern, air- 
conditioned ground floor medical center. Ravens- 
wood area. LOng Beach 1-6996. 


For Rent: Dental suite, facing Michigan Avenue, 
with operating room, laboratory, business office and 
use of large reception room. Full equipment for 
sale if desired. Consult H. F. Pocock, Manager, 
MONROE BLDG., 104 SOUTH MICHIGAN 
AVENUE, Room 230, HArrison 7-0260. 


For Rent: Dentist’s office. Two-room modern office 
with furnished reception room. Neighborhood 
needs dentist. Exceptionally low rent. 5611 West 
Chicago Avenue. J. Roupes, AUstin 7-7585. 


For Rent: Dental office at Ogden & Ridgeland. 


Three rooms and lab. $75.00 per month. Telephone 
Gunderson 4-4827. 


Years 


PROFESSIONAL MEN ONLY 


® An experienced service helping 
Goctors save time and money 


anacement 


STATE 2-2282 


speclatized servite. 


CHICAGO Office: 
T. J. Hoehn, E. M. Breier and 
W. R. Clouston, Representatives, 
1142-44 Marshall Field Annex Bidg., 
Telephone State 2-0990 


y | 
7 
t 
@incometaxes © 
@ Office systems and records 
59 E. MADISON ST. 
& 
MenicarProrecrive 
«PROFESSIONAL PROTECTION 
‘ 


For Rent: Dental office—high-class professional 
building. One-chair space, laboratory, business of- 
fice, reception room. Corner Lincoln, Lawrence and 
Western. Available July 1st. Rent, $75.00 per 
month. Telephone LOng Beach 1-1200. 


Dental office space in suite of Loop building facing 
Lake Michigan available immediately on account 
of death. Lease expires April* 30, 1954—rental, 
$100.00 per month. Address J-28, The Fortnightly 
Review of the Chicago Dental Society. 


For Rent: Operating room with use of laboratory 
and reception room in beautiful modern dental of- 
fice. Michigan Boulevard Bldg., 30 N. Michigan 
Blvd. Address J-25, The Fortnightly Review of the 
Chicago Dental Society. 


For Rent: Three-room office for orthodontist, 
sharing reception room with established dentist 
having general practice. Modern bungalow office 
on far Northwest Side of Chicago. Telephone 
ROdney 3-1552. 


For Rent: Office on busy business corner, North- 
west Side. Has been occupied by dentist for 25 
years. Suite shared with physician. For information, 
call Dr. Bert Rightman between 3:00 and 4:00 
p.m. daily except Wednesday at KEystone 9-4142, 
or any evening at KEystone 9-3090. 


For Rent: Two-chair offices, suitable for dentist, 
dental manufacturing company or allied profession. 
Location—47th & Drexel, Sutherland Hotel. 
Reasonable. Contact Mr. Orms at ATlantic 5-2100. 


For Rent: Field Annex. Fully equipped dental office, 
laboratory, reception room and business office. Tele- 
phone answering service. Available Monday, Wed- 
nesday, Thursday, and Friday—all four days $50.00 
per month. Call DEarborn 2-2576. 


For Rent: WILLOUGHBY TOWER BLDG.— 
Attractive dental office overlooking the Lake. Con- 
taining operating room, laboratory and reception 
room. Call Office of Bldg., Room 1501, 8 So. 
Michigan Ave., CEntral 6-5050. 


Real Opportunity: Dental office available. Doctor 
is retiring after 26 years’ uninterrupted practice in 
this office. Heated, hot and cold water, laboratory, 
private waiting room and toilet. 2422 Fullerton 
Avenue (corner North Artesian, just west of 
Western Avenue). Rent, $45.00 per month. Call 
owner of building, Mrs. Pallasch, EVerglade 4-1642. 


OPPORTUNITIES 


Wonderful opportunity in a well located office on 
the far South Side to take charge while I am on 
a vacation. Or, will sell to the right party. Over 35 
years in the same location. Address J-26, The Fort- 
nightly Review of the Chicago Dental Society. 


An opportunity to start practice without investment 
in equipment. Established location 15 years. Avail- 
able account of death. Heirs will make reasonable 
monthly payment deal to responsible tenant. W. E. 
Larsen, 346 N. Milwaukee Avenue, Libertyville, 
Illinois. 


ASSOCIATES AND HELP WANTED 


Wanted: Dental assistant, preferably with experi- 
ence. West Side. Telephone NEvada 8-8060. 


Wanted: Experienced dental assistant—prefer age 
30-40. Salary commensurate with experience. Work- 
ing conditions congenial. Location—Lawrence and 
Broadway. Telephone LOng Beach 1-2543. 


ASSOCIATIONS and SITUATIONS WANTED 


Recent Graduate with two years’ general experience 
desires association with dentist in the Chicago area. 
Draft exempt. Telephone IRving 8-4512. 


MISCELLANEOUS 


HYPNOTISM INSTRUCTION: Evening classes. 
Under direction of Edwin L. Baron, Ph.B. Hypno- 
tism Institute of Chicago, 64 West Randolph Street, 
Chicago 1. FRanklin 2-4188. 


SERVICE AS NEAR AS 


Jeanne Wilkinson 
Manager, Chicago Office 


Dependable Products 


Call us for NEY GOLD and TECHNIC 
CEntral 6-0791 _ jack 

Technical Representative 
The J. M. NEY COMPANY 
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THE PHONE ON YOUR DESK 
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ABSTRACTS 


(Continued from page 16) 


per cent or 0.4 per cent infusion, as a 
basal agent supplementing nitrous oxide- 
oxygen, will produce an ideal balanced 
anesthesia. The resistant patient needs 
an additional anesthetic agent with the 
nitrous oxide-oxygen. Saturating these 
patients with pure nitrous oxide is dan- 
gerous. They are best anesthetized by 
adding a heavier agent to the nitrous 
oxide-oxygen. Thiamylal sodium and 
thiopental sodium are two excellent intra- 
venous agents, while trichloroethylene, 
vinethene or ether may be used as in- 
halation agents with the nitrous oxide- 
oxygen. Trichloroethylene, being non- 
explosive, is preferable to vinyl ether 
or ether for surgery in the dental office. 
The extremely debilitated patient is best 
anesthetized with a local anesthetic. If 
a local is contra-indicated, nitrous oxide 
with a high oxygen percentage is safe 
for short procedures. For prolonged sur- 
gery, a 0.4 per cent infusion of thiamylal 
sodium or thiopental sodium, together 
with 50 per cent nitrous oxide-oxygen is 
desirable—“GENERAL ANESTHET- 
ICS FOR OFFICE ORAL SURGERY,” 
by Harry M. Seldin, D.D.S. The New 
York State Dental Journal, January, 1953. 
O.C.L. 


KISSING SHORTENS 
LIFE, WE KNOW, 

BUT THERE ARE FAR 
WORSE WAYS TO GO. 


MINUTES 


(Continued from page 20) 


Committee to Revise the Constitution and 
By-Laws. All of these men came to the 
platform. Dr. Harold Oppice consented 
to answer the questions asked by Dr. Pol- 
lock, but before he did so he introduced 
Dr. Melford Zinser who was President of 
the Illinois State Dental Society at the 
time the Council passed the motion to 
appoint a committee to formulate this 
new Constitution and By-Laws. Dr. 
Oppice took question by question and 
gave a clear and common sense answer 
to them all, explaining in detail why the 
committee thought it best to write into 
this instrument the various clauses, always 
keeping in mind that the proposed Con- 
stitution and By-Laws covers all of the 21 
component societies of the State and was 
not written for the benefit of one com- 
ponent society. Dr. Pollock accepted Dr. 
Oppice’s answers to the questions in a 
favorable manner. 

Dr. Earl Elman, a member of the North 
Side Branch, then asked permission to 
speak on the question. Permission was 
granted and he advanced to the platform 
and presented his own personal view- 
points on the new proposed instrument for 
the Illinois State Dental Society. He di- 
rected a few new questions to Dr. Oppice, 
who answered them when Dr. Elman 
finished his talk. Dr. Oppice in his final 
statement emphasized that the members 
should attend the Peoria meeting and 
voice their opinion by voting for or against 


CALL US FIRST 
STATE 2-5393 


FOR MALPRACTICE AND LIABILITY INSURANCE 
HUNTINGTON AND HOMER, INC. 


400 W. Madison Street—{The Chicago Daily News Building) 


CHICAGO 46, ILL. 


AGENTS FOR THE DISABILITY AND HOSPITAL PLANS OF THE CHICAGO DENTAL SOCIETY 
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the new proposed Constitution and By- 
Laws. 

Dr. Ben Davidson of the Northwest 
Side Branch moved to present a resolu- 
tion that the Chicago Dental Society as 
a component of the Illinois State Dental 
Society go on record as being opposed to 
this proposed Constitution and By-Laws 
in its present form. Motion was seconded 
but it was ruled out of order by the. Presi- 
dent in accordance with Article VI of the 
By-Laws on Resolutions and Motions. 

Dr. William Gubbins then moved and 
Dr. Alfred King seconded the motion to 
suspend Article VI of the By-Laws to in- 
sert this resolution that had been pre- 
sented by Dr. Davidson. According to 
Article XXII (Suspension of By-Laws) 
this motion to be effective had to receive 
a unanimously favorable vote, which 
it failed to do, causing Dr. Ben David- 
son’s resolution to remain out of order. 

President Keith thanked the audience 
for taking such an earnest and active 
interest in this new proposed Constitution 
and again urged the membership to at- 
tend the meeting in Peoria, not only for 
the business session, but also for the 
scientific sessions. He then adjourned the 
meeting at 11:15 p.m. 

Respectfully submitted, 
Samuel R. Kleiman, Secretary 


APPLICANTS 
(Continued from page 21) 
PeLLettier!, Dante J. (Loyola 1938) West 


Side, 4901 W. Washington Blvd. Endorsed 
by Frank M. Amaturo and Walter Bernsten. 


NEWS OF THE BRANCHES 
(Continued from page 19) 


Biloxi. . .. Rudy Grieff, our hard working 
and very successful Golf Chairman, has 
another super-duper party planned for 
Wed., July 1st, at Southmoor. So, mark 
off that date right now and get a four- 
some together. . . . I guess that that’s 
the news for this time. It was fun doing it. 
Send news for next issue to Jesse Carlton, 
SO. 8-6243.—Elmer Ebert, Assistant 
Branch Correspondent. 


SOUTH SUBURBAN 


The date is official now. We are going 
to have our golf meeting at the Chicago 
Heights Country Club on the first Thurs- 
day in June, the date is the 4th. Pete 
Iagmin has gone to great lengths to see 
that the food and drinks will be all that 
they should be in quantity, quality and 
price. In addition, the fact that it will be 
on a Thursday makes it possible for us 
to have the whole place to ourselves 
which would not be true if we had our 
meet on another day. . . . From what I 
understand, there was a sizable group 
going to the State meeting. . . . Got 
word that Schwartz is convalescing from 
an appendectomy. Hope he is back in the 
groove by the time he reads this. His 
side kick, Freitag, recently moved into 
his new home in Homewood. . . . Lip- 
schutz recently returned from a week of 
rest and relaxation down at Excelsior 


GOLD OR CHROME, 
“TOP” DENTAL 


PARTIALS 


CAST OR BENT WIRE 


55 E. Washington, Chicago Room 1722 Call RAndolph 6-5069 


LABORATORIES 
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Springs, Mo. . . . Just got a phone call 
from our current president, informing me 
that he has been accepted by the Marines 
for active service and is to report for 
duty to Camp Pendleton on June 15th. 
Happy days! Good luck to you, Pippert, 
and if you get a chance to get to our 
golf outing I would like to buy you a 
send-off drink. . . . Still have not heard 
from Dan Altier on just what hap- 
pened when he went in for his physical. 
. . . That’s all for now, see you at the 
golf outing—H. C. Gornstein, Branch 
Correspondent. 


WEST SUBURBAN 


The annual clinic night of the West 
Suburban branch on April 14th was one 
of the season’s highlights. The usual high 
quality prevailed. The clinicians pre- 
sented first-rate material and the mem- 
bership stayed late soaking up the in- 
teresting information. . . . The formal 
installation of the new officers started 
the short business meeting which culmi- 
nated in a magnificent speech by the 
new president, Rudy Hinrichs. Certain 
portions bear repeating because they lay 
down the aims of our branch in the com- 
ing year. Direct quotation is a necessity 
because it gives insight into the well- 
meaning man, one with high ideals and 
professional dignity—and lastly it pre- 
serves the flavor by the well chosen words 
and phrases. Rudy said in part, “. . . the 
management of the Oak Park Club has 


raised its requirement of a guaranteed 
minimum of 70 paid dinners, since they 
cannot operate successfully otherwise. 
Our dinner attendance has often fallen 
below this in the past. First of all, let me 
remind you that only those who come to 
our dinners make our meeting place pos- 
sible. It does not mean that those who 
are coming after the dinners for the pro- 
gram part only are not equally welcome, 
but they should be aware that they do 
not contribute to our meeting place while 
others do. This time we shall ask every- 
one present, and everyone who has in 
the past come to our meetings, who is at 
all sympathetic to our efforts, not only 
to come to an occasional dinner, but to 
buy a season ticket as well, paying in 
advance for the dinners of the year. Only 
in this manner, through the advance sale 
of seasonal dinner tickets to a far greater 
number of our members than ever before, 
can we hope to meet and exceed the re- 
quired minimum and preclude losses to 
our treasury. No concert or lecture hall, 
no ballpark or stadium offers its cycle of 
great events without some advance as- 
surance against the unpredictable hazards 
of inclement weather, the relative appeal 
of a single program or a concurrent 
competitive event. They depend on the 
advance sale of admissions to the entire 
round of offerings in order to make both 
ends meet. In our case, the holder of a 
season ticket has an added incentive to 
attend the meetings. Of course, nobody 
can know in advance, whether he can 
come to all of the functions, but then he 


BD FREE CREDIT REPORTS 
To keep your losses low 


THE DOCTORS’ SERVICE BUREAU 


Owned and Operated by Members of the 
Chicago Dental and Medical Societies 


offers — 
FREE LETTERS TO DELINQUENTS 


~ 


To collect slow accounts: at no charge 


COLLECTION SERVICE 
At less than 25% on average 


THE DOCTORS’ SERVICE BUREAU ©® CEntral 6-6446 + 201 North Wells St. 
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buys the season ticket at a discount of 
15% under the price of the individual 
admissions. But above all, through his 
purchase of a season ticket, he gives to 
those responsible for the dinners, the 
comfortable assurance that everything is 
under control. We want as many as we 
can possibly induce to join. The more we 
can attract to our meetings the more 
representative we are of our group. As 
an ex officio member of every committee, 
I mean to take a very active part in the 
work of the dinner committee. I have an 
idea that we can most successfully appeal 
to the former officers for full support and 
that we can count on the sympathetic at- 
titude of all the specialists in addition to 
the reliable core-of our branch. It is one 
of the reasons why we are making this 
early drive. After we have your coopera- 
tion, we can concentrate all of our effort 
on other problems during the summer 
recess. In conclusion to make a long story 
short, join us and be with us, accept your 
committee jobs, buy your season ticket 
and mail your check early.” . . . News 


around town has it that Clarence Hanson 
has won praises with his color slide 
travelogue, “Our European Holiday!” He 
has presented it to at least a dozen groups 
and all have raved about the excellence 
of the photography and the commentary 
which is synchronized on tape recording. 
Several of our branch members have wit- 
nessed the show and are enthusiastically 
asking that Clarence present his 
travelogue to the Branch at the annual 
golf outing in June. .. . Ed Brundage and 
his family have recently returned from 
Miami Beach, Florida, where they vaca- 
tioned for a fortnight. . . . Henry Reise- 
man has had on exhibit two oil paintings 
in the art gallery at Mandel Brothers 
store in Chicago. The exhibit was spon- 
sored by the Chicago Contempory Artists. 
.... George Welk has successfully headed 
a fund raising campaign for the Austin 
district Boy Scouts. . . . Walter Edlund is 
moving to Florida. . . . Joe Lestina sport- 
ing a new Cadillac. . . . More anon.— 
Anthony J. Malone, Branch Corre- 
spondent. 


Ritter Instru- 
Matic Unit, 

pe |, in 
operating 
position 


INSTRUMATIC UNIT 


THE RITTER 


This beautifully designed unit first conceals and then, at the 


touch of a button, reveals the instruments you use just where you 
want them when you want them. 


4753 Broadway, Chicago 


See this efficient and time-saving equipment at our store. 


FRINK DENTAL SUPPLY CO. 


LOngbeach 1-3350—1-3351 
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Announcing 


the unification of two well-known firms 


ORAL ARTS LABORATORIES 


and 


SALK SCIENTIFIC DENTURES 
% Complete laboratory service 


% Technique and research 
% Technical advisory facilities 


ORAL ARTS LABORATORIES, INC. 


FRED PAHLKE OSCAR SALK 
Suite 1625, Marshall Field Annex Building, Chicago, Illinois 
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Jn the Chicagoland Area 
You Can Secure MICROMOLD 


Teeth from the-Following Laboratories 


ANNEX DENTAL LABORATORY 
5 E. Washington Street STate 2-5177 
CHICAGO 2, ILLINOIS 


AUSTIN PROSTHETIC LABORATORY 
44 W. Madison Street AUstin 7-3238 
CHICAGO 44, ILLINOIS 


EHRHARDT & CO. 


32 W. Randolph Street ANdover 3-6460 
CHICAGO 2, ILLINOIS 


JOSEPH E. KENNEDY COMPANY 
7900 S. Ashland Avenue ABerdeen 4-6800 


CHICAGO 20, ILLINOIS 


STANDARD DENTAL LABORATORIES 
25 N. Wabash Avenue DEarborn 2-6721 


CHICAGO |, ILLINOIS 


UPTOWN DENTAL LABORATORY, INC. 


Broadway LOngbeach 1-5480 
CHICAGO 40, ILLINOIS 
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Set. Ronald E. Rosser, U.S. Army 
Medal of Honor 


Wren HIS BROTHER was killed in Korea, 
Sergeant Rosser re-enlisted. Several months - 
later he, too, was in Korea—pinned down on 
a hill near Pongil-li by surprise Red fire. He 
saw it cutting up the platoon. Suddenly he 
jumped to his feet, charged a Red bunker and 
cleaned it out. In a trench he dispatched five 
more enemies. Twice, under heavy fire, he re- 
turned for more ammunition, then renewed 
his attack. His furious one-man fight ended 
with 13 enemy dead, the American platoon 
saved, and a score settled for Sergeant Ronald 


Rosser. 


“When a man gets back from Korea,” says 
Sergeant Rosser, “it does him good to see 
people investing in our country’s Bonds, 
Sure, Bonds are a practical way to save, I 
know. But they also help build production 
power—to equip and protect men overseas, 
And that’s proof that people really care.” 


Peace is for the strong! For peace and prosperity 
save with U.S. Defense Bonds! 


Now E Bonds pay 3%! Now, improved Series E 
Bonds start paying interest after 6 months, And 
average 3% interest, compounded semiannually 
when held to maturity! Also, all maturing E Bonds 
automatically go on earning—at the new rate—for 
10 more years. Today, start investing in U.S. Series E 
Defense Bonds through the Payroll Savings Plan. 


The U. S. Government does not pay for this advertisement. It is donated by this publication in cooperation 
with the Advertising Council and the Magazine Publishers of America. 
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two new 
prosthetic aids of major 
importance in your 
fulland partial 
denture practice 


MOULD GUIDE 


You'll want this new Trubyte Bioform Mould 
Guide for a number of reasons — but mostly 
for the great convenience it provides to the 
busy practitioner. It will enable you to quickly 
and accurately select teeth for your full and 
partial dentures. It will save you time and 
money in resets and remakes Here in one 
attractive case are all the available upper and 
lower anterior moulds of Trubyte Bioform 
Teeth, with complete information on dimen- 
sions and articulations. 


THE TRUBYTE Bioform 
SHADE SELECTOR ASSORTMENT © 


Here is the easy and practical way to select shades for 
full and partial dentures. It practically eliminates the 
resets, remakes and disappointments that often follow 
selection with a single shade guide tooth. Why not try 
this practical prosthetic aid today. It contains 1x6 of 
the twelve shades of the Trubyte Bioform Natural 
Tooth Color System — the only fully correlated system 
which offers a full range of selection for all,ages and - 
complexions. 
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No “wrong numbers” 


when you use DEE GOLD 


® You're sure of satisfactory results when you use 
one of the DEE GOLD numbered compositions 
because each one has the working and service- 
ability properties best suited for the particular den- 
tal uses for which it is intended. It’s simply a mat- 
ter of picking the right composition. 


@ A DEE GOLD FOLDER will help you select. It 
lists all of the DEE GOLD alloys together with their 
melting range, physical properties and recom- 
mended uses. We'll gladly send you a copy on re- 


HANDY & HARMAN 


DEE PRODUCTS GENERAL OFFICES & PLANT 
1900 WEST KINZIE STREET - CHICAGO 22,1LL. 
TORONTO 2B, ONTARIO, 141 JOHN ST. * LOS ANGELES 63, CALIF., 3625 MEDFORD ST. 
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